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March 1, 1967 


(Supersedes Bulletin No. 1110) 


The Special NIXIE tubes are gas-filled, ultra long 
life, cold cathode indicators having a common 
anode. NIXIE tubes which contain special char- 
acters are available in all five sizes.* Typical of 
the characters displayed are: 
1. All letters of the alphabet 
2. Plus and Minus ante (Bulletin 1089) 
3A, ~ ae 
4. Multiple mle (Sie figures 3b and 4b) 
In all cases, as many as ten of these characters 
can be contained in one tube without difficulty. 
In some cases, it is possible to employ as many 
as twelve characters in a single tube. In addition, 
characters can be combined with digits to form 
alphanumeric displays in all tube sizes. To order + 
special tubes not contained in the table, simply Bii 
specify the regular part number for the tube type 
desired and call out the special characters to be pan seegi 
included. STANDARD RECTANGULAR STANDARD ROUND 
For more detailed information on the complete (Both Top View Tubes) 
range of NIXIE tubes, accessories, theory of oper- 
ation and application notes refer to Brochure 
616. 


*(Note: Miniature Character Height — 0.3”, Standard Character Hi 06", 
rge Character Height — 1. 
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Figure 4b. Outline Drawing MAX: 
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Figure 3b. Outline Drawing 
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Figure 5. Outline Drawing 
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NOTE: 1.C. denotes Internal Connection. 
N.A. denotes Not Available 
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Table 1. PIN CONNECTIONS 
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